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Da** Kr. Axsory: 

jMt been prepared th& axt«Sl^L a pf h ^ ting," which has 
of Research a£d ^ *•““"* Dieiaion of the Office 

Fremfe^tJJ^Ld^^rirtt^ 10 ^^ 0 ^^^ 73 la V " t 

current collator/ phasHn^iefL™ JT 8 u * 

of the information a^not 

«^oto to bring infarction en f ^ 
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Sincerely jours. 


Edward J. Carroll 


Acting Director 

Office of Research and Intelligence 


Wt. Robert Aasory, Jr., 

Deputy Director for Intelligence, 
Central Intelligence A&ncjr. 
2430 E Street, !¥, 

Washington 25, D.C. 
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